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<C Y4j> L. Of tne v dis- 

cussed v/ith and myself this date the poten- 

tialities and usares of subject drur. The d rur, a derivitive 
of hashish, is a clear, odorless, tasteless oil which is not 
miscible in any liquid except alcohol or similar Products. 
Accordingly , it cannot be used in a drink, as it retains 
a c lobular form, and beirir heavier than water will sink to 

the bottom. If vigorously shaken in a liquid it. will 
\ 

reonrate into tiny droplets and remain in a state of visible 
suspension until the droplets rraduolly sink. T [ 
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is ; low exper imentiny with t’ne prepare t loir of a 


tincture which will pefmit insertion into a drink. liqwever, 

• *" \ 

the cru.y can easily and effectively be inserted into cigarettes 
or fooo with yood results. 

2. Thf nonr.al minimum dosarre of 1/lCO c.c. can be 
placed in a cirnrette by use of a hypodermic needle, later 
described in detail. The needle is inserted lengthwise to a 
depth of about one Inch and slowly withdrawn ps t.he plunrer 
is depressed, tuns deposithir the brur evenly I 'iron lout 
that portion of the cigarette certain to be smoked. This can ' 
be cone both e neb of a ciyarette^ Care should be taken 

to insert the needle in such a wav as to prevent the oil from 
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seepinr throurh and stainin' the paper. '.Then administered 

by cigarette, if the subject receives m.os t of the d.osare, 

reaction should appear in about 15 minutes. This is the 

quickest method of oroduc'in<" H reaction. * 

} h 


the reaction should last anywhere from one half to one and 


. ^crc, . iiu.ii i.ne . 

\ ■•uen taken thus 

, . V 

ie half to one ai 

a half hours. .Vhen taken -in food (potatoes, butter) the 
reacti’on is slower and mirht be expected after about one hour, 
and 'can be expected to last about one hour. I n either case 
if a full but not excessive dosare is received, and if the 
subject has previously been brought to a state of relaxed 
sociability and friendliness, it can be expected that the 
normal inhibitions will be lessened to an extent whereby 
astute and indirect quest ionin;* or discussion may Elicit 
the information desired. Full advanatace should be taken 
of the fact that the subject will probably want to do all o‘f 
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the talkin'' himself, and therefore, an effort should be made 
to cause the subject to brine; up the topic desired, rather 
than by the interrorra tor brincin- the matter un directly. 

’•'hen properly administered the drum, does not clause unconscious- 
ness, sickness or other discomfort. It dors* hot lc-ave- a * 
memory pap cover inr the period of its. effect. The subject 
subsequently may be expected to feel remora e , embarrassmen t 
or alarm, over tbinrs he knows lie has said. Therefore, con- 
siderable thought must be riven to possible undesirable 
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reactions on the part of subject foll-v.-inr his recover-' 
from the effects of the druy. It is possible ‘ that such 
a reaction miyht outweigh the benefits to be rained bp tlje 
use of tiie dru", ' . ' . \ 

In connection with the choice of an opportune time to 
use this drug, it must be .remembered that subject must be 
prepared for effective usnpe by creating a friendly and 
sympathetic basis for a discussion which should extend, over 
a period oC several hours. It must not be us'd on a hostile 
subject, or ope who, nlthourh friendly, micht definitely be • 
on his runrd. N a:-ainet revealing information r.~nirifct hie 
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inte*ests, or otherwise unduly suspicious concernin'- the 

reason i or the interview or discussion. In oiler words, 

considerable time, probably extendin- over -several meet/iin'-s 
oO, . ' • 7 

*** discussions^ should be spent in cultivating subject to ^ \ 

an extent vhereoy the best possible environment is brourht about 
for the us e of the drum. 

Y. Regarding equipment and its use : in the field, it would 
seem desirable and necessary that a cover be arranged to 
exrlain the presence. of a hypolermic syringe .and needle. 

To accomplish this, the person in whose care the drum cud. 
equipment J.c entrus tod shield ue covered by “a story, backed 
by documentary medical evidence if necessary, which indicates 
t.wv_b ..a is receiving insulin s ho ts, self administered, slier mv 


t' 






A 


ohots, or similar .cover. In any case, the cover c hould 
be complete, compr.'sjnr a Tull kit, anti if necessary, onen 


use of the cover equipment. The syrinre must be rraoucted 

l/lCO c.c. This is very important in oud.er -to neo-sure 

the chosaro accurately., a recommended model is that called 

uiie tuberculin syrin.ye, which Is so graduated and which has 

a capacity of £5/100 c.c. ' After each use the. syriii~e should 

be wasned out with an alcohol product t) prevent rumminn. 

The ampules 'containin'" the drur arc now cached in 3 c.c. 

containers. _ x ‘his is too much, and a .5 c.c. or smaller. 

ampule should^ be developed to our request. The entire set, 

includin'- cover equipment should be prepared in a small 
, * 

<TVXJ nec.ical kit. ^ ! should be' 

/? contacted by os a. source of the drum ■mb'' tk.e 


ecuioment . 
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